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INFO OCT-01 AF-06 ISO-OO CCO-OO SY-05 /017 W 
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LIMITED OFFICIAL USE LUANDA 141 1 

E.O. 11652: N/A 
TAGS: ACOM ASEC 
SUBJECT: WATTS SITE PREP 

STATE FOR OC/PE SY/NSU (SEABEEU) 

T. TRANSFORMER, 15 KVA 3 PHASE, ELEC. BOM ITEM 5-11 
IS 110/220 VOLT. REQUIRE 220/380 VOLT. ADVISE SHIPMENT 
OF CORRECT TRANSFORMER. 

2. 24,000 BTU WINDOW STYLE A/C UNIT NOT AVAILABLE 
LOCALLY. TWO '2) 12,000 BTU A 1C WINDOW UNITS 
AVAILABLE. ADVISE. 

KILLORAN 
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